Sanitized Copy Approved for Release 2010/01/08 : CIA-RDP80-00810A003300510010-8 


CENTRAL INTELLIGENCE AGENCY 

INFORMATION REPORT 


This Document contains information affecting the Na- 
tional Defense of the United States, within the mean- 
ing of Title 18, Sections 793 and 794, of the U.S. Code, as 
amended. Its transmission or revelation of its contents 
to or receipt by an unauthorized person is prohibited 
by law. The reproduction of this form is prohibited. 


SECRET/CONTROL - U.S* OFFICIALS ONLY 


COUNTRY Bulgaria 

SUBJECT The Vasil Kolarov Electric 

Cable Factory at Burgas 

DATE OF INFO. 

PLACE ACQUIRED 


REPORT 


DATE DISTR. 

NO. OF PAGES 
REQUIREMENT NO. RD 
REFERENCES 


13 January 195U 

1 


This is UNEVALUATED Information 


25X1 


25X1 


THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE APPRAISAL OF CONTENT IS TENTATIVE. 

(FOR KEY SEE REVERSE) 


25X1 


1. The Vasil Kolarov Electric Cable Factory is located in the northwest outskirts of 
Burgas, approximately 2 9 $00 meters from the city center and 5^0 meters from the 
railroad station* Construction work on the factory was started in 1950 and com- 
pleted in 1952, Production began in 1951 before the construction work was com- 
pleted* 

2* The factory consists of a single building, a masonry shed about 60 by lj.0 meters 
in size, which has a saw-toothed roof* Attached to the factory is a chimney (the 
highest in the city) constructed of bricks and covered on the outside with 
concrete* The building is not enclosed by a fence. 

3* Approximately lj.00 workers are employed (shifts not known)* Production consists of 
electric and telephone cables of various types and thicknesses. 
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